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kCKrONlN 

(Injection  of  Camphor) 

SOuRCE :  Tokyo,  Japan. 

ItiPORTAKCR:  Not  previously  reported.  An  aqueous  preparation 
of  high  camphor  content,  obtained  through  the  addition  of 
glycol  solvent. 

DESCrtlrTIuN:  Five  clear  glass  ampuls,  each  containing  1  cc. 
of  a  clear  liquid,  are  enclosed  in  a  cardboard  carton. 

StMIAnY  OF  G-BNEAnL  IhlQAmATloN:  llonponin  is  an  injectable 
camphor  preparation  of  the  following  formula: 


Camphor  10% 

Ethylene  glycol  mono  ethyl  ether 
Benzyl  alcohol  57° 

Physiological  salt  solution  $0% 


Ten  or  fifty  ampuls,  each  containing  1  cc.  of  mon- 
ponin,  are  packaged  in  cardboard  boxes. 

Its  action  is  that  of  a  respiratory  and  circu¬ 
latory  stimulant.  Intravenous  injections  are  recommended, 
A  translation  of  the  literature  accompanying  this 
product  is  part  of  this  report  and  includes  its  composi¬ 
tion,  merits,  directions  and  dosage,  indications,  packag¬ 
ing  and  the  manufacturer. 


A  translation  of  additional  information  is  also 
appended. 

✓ 

While  the  use  of  ethylene  glycol  monethyl  ether 
permits  a  high  camphor  content  in  aqueous  solution,  this 
glycol  is  considered  to  be  a  toxic  one.  Its  use  as  an 
industrial  solvent  is  recorded  but  not  its  use  in  medic¬ 
inal  products. 

PHOTOGnArilS : 

Figure  1  -  Closed  package  of  Monponin 
Figure  2  -  Open  package  of  lionponin 
Figure  3  -  Monponin  literature 
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Literature 


TRANSITION  OF  LITERATURE  ACCOMPANYING  MONPONIN 


MO  NP  u  In  1 N 

10%  Camphor  in  Physiological  Salt  Solution 
For  Subcutaneous  or  Intravenous  Injection 


Composition: 

This  product  is  made  by  a  special  chemical  process  and 
is  camphor  in  physiological  salt  solution  containing  an  or¬ 
ganic  solvent.  It  contains  10%  pure  natural  comphor  and  is 
a  clear,  colorless  sterile  solution. 

Merits: 

This  drug  is  injected  subcutaneously  or  intravenously 
depending  on  the  symptoms  and  it  is  speedily  and  safely  ab¬ 
sorbed.  It  is  non-viscous  and  is  a  simple  and  convenient 
injection.  There  is  no  pain  at  time  of  injection. 

Directions  and  Dosage: 

Inject  subcutaneously  1  cc .  once  to  several  times 
daily.  In  cases  of  emergency  inject  intravenously  but  it  is 
preferable  to  inject  subcutaneously. 

When  sterilizing  the  syringe  and  needle  with  alcohol, 
rinse  these  with  a  small  amount  of  this  solution  or  sterile 
water.  Even  if  a  trace  of  remaining  alcohol  is  mixed  with 
the  solution  it  will  not  irritate  the  point  of  injection. 
Indications : 

Various  circulatory  ailments 

Difficulty  in  breathing  due  to  ailment  of  the  respira¬ 
tory  organs 
Prostration 
Pneumonia 
Night  Sweat 
Chronic  cold 
Edema  of  Lungs 
Packaging: 

1  cc.  -  10  Ampuls 

1  cc.  -  50  Ampuls 

1  cc.  -  100  Ampuls 

Manufactured  and  Sold  by: 

Ohki  Co.,  Drug  Department 
Da id on,  5  Chome 
Kajimachi,  Kanda-Ku,  Tokyo 
Telephone  (25)  1105  (1106,  1107) 

Kanda  (1108,  1109) 

Postal  Transfer  Acc?t-Tokyo  1258 


TRANSLATION  OF  INFORMATION  SUPPLIED  3Y 
THE  OKI  PHARMACEUTICAL  CO . ,  LTD. 


Reply  to  the  inquiry  concerning  one  of  the  new  drugs  sold  by  us. 


The  Oki  Pharmaceutical  Co.,  Ltd.  No.  3«  3  Chome  Kajimachi, 
Kanda-Ku,  Tokyo. 

1.  Trade  name,  Monponin. 


Ingredients  and  quantity : 

Purified  Camphor 

Ethylene  Glycol  monoethyl  ether  35/° 

Benzyl  Alcohol  3/° 

Saline  water,  physiological  30% 

Indications : 

Acute  and  chronic  troubles  of  the  blood  circulation 
organs  and  difficulty  of  respiration  caused  by  any  trouble 
of  the  respiratory  organs. 

Packaging: 

10  ampules  (each  1  cc.) 

30  ampules  (each  1  cc.) 

The  manufacture  of  the  above  mentioned  drug  was 
stopped  in  October  1339. 


Note:  Though  the  above  mentioned  drug  had  been  sold  under 
the  name  of  the  Oki  Partnership,  we,  the  Oki  Pharmaceutical 
Co.,  Ltd.,  report  the  information  because  the  former  partner¬ 
ship  was  combined  with  us  in  June  1943. 


